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THIS 1S UNEVALUATED INFORMATION 


1, YER Geraetebav, Schoerebeck/Elbe, developed out of the former Breslav 
olant, FAMO, which towards the end of World Wer I] was moved to Uchoene- 
abek. Alued She end ef the war the Russians mabe it. into an SAG plant. 
though at present it is cuppased to belang to a VVB, it is sti11 wnder 
wussian management, The foiiowing are some of the leading persornel: 

Kussian iirester - (fnu}) Krypov 

German Director - (iau) Stecemann 

Russian Chie? Engineer -.(fm )} Leppov 


Geraetebar produces Diesel motors up tc 60 HP. water pumos,. oolyphase 
motors (Agerevate), ard electric installations. Dvriis Nevember 1952, 
150 boxes containing ¢00 sets of spare parts (Cirsateteile) for Dies2) 
sleetric motors were shipped via Hosteck toe Mashinoimport Moscow and 
Kuilbyshev Twenty complete ciectric cower stations mounted on trucks 
were also shipped to the UsoR, 


A‘. the Goraetebau plant receives Horch trick bodies complete with motor and 
cab and builds onto the truck bodies three 40-HP Diesel electric motors 
(Dieselapgregate) with an electric capscity of 500 Kw/hour each, Lach 
puck is alsa equiprec with 500 meters of high tension cable, tools, .nd 
carts Yor the motors znd the truck. Deliveries are to be made to Peking 
aml are, in cart at least, shipped by way of hostock. The trucks are 
siiegedly to be used es mobile electric power stations for small 
chinese towns and villages. About 5CO units have been delivered up tc 
the present. 


4. During November 1952,¢00 combined Diesel motor pumps (kombinierte 
Puncendieselmotoren: were shipped as reparations to the USOR via Rostock... 


5» At present there is a severe material shortage of lead and especially 
af copper wire. Becanse of a shortage cf coal and of electric current ; 
fine second shrit at the Gersetebau plant has been unable to wark since 
allcd-November, Consequently, about 2CO employees have been dismissed. 
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VEB Geraetebau has firancial obligations amounting te b.8 million DME. 

1t has @ credit tibougn tue weuvache Vcvenbank of two million DME. 

At the end of November 1992 the Qersetebau plant was 1,000 IME short of 

meetin Lee oavrolsa. 
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